FISH & NEAVE 


8 7 5 THIRD AVENUE, NEW YO R K . NY 1 0022-6250 
COPY 


October 17, 1990 


VIA TELECOPIER 
CONFIRMATION BY AIR MAIL 

Mr. P. Anthony Smith 
Reddie & Grose 
16 Theobalds Road 
London WC1X 8PL 
England 


received 

PHILIP MOM'S,MANA6tMfNIC0RA 


OCT 22 890 


NOTED 


Metal Carbide Heat Source (PM-1326) 

South African Patent Application No. 89/8746 
_Your Ref.: 30775_ 


Dear Mr. Smith: 

Further to your letter of October^1, 1990, the 
United States patent corresponding to the above-identified 
application has not yet issued. 

If you believe that waiting to see which claims 
are allowed in the United States application before amending 
the South African claims will not prejudice our position in 
South Africa, then we agree with your suggesttion to -defer 
amendment of the South African claims. 

Best regards. 

Sincerely, 


Denise L. Loring 
Edward W. Boyer 

DLL/EWB:otK 

cc: jMs. Beverly Monroe 


Source: https://www.industrydocuments.ucsf.edu/docs/msfj0000 
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